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parts of Yugoslavia are as yet unconnected with one another.
From the main line, which runs from Belgrade to Frame, through
Croatia-SIavonia, there branches off at Brod a narrow-gauge
railway which ascends the valley of/the Bosna to Sarajevo, and then,
crossing, over into the valley of the Narenta, follows that river to
the Dalmatian port of Metkovic. A continuation of this line runs
along the Papov polje to Griiz, and terminates at Zelenika on
the Gulf of Cattaro. The difficulties of communication in this region
are well illustrated by the fact that a considerable part of the line
between Brod and Metkovic is built on the rack and pinion system.
It is connected with the Belgrade-Msh railway by a line which
breaks off at Sarajevo, utilizes the valleys of various tributaries of
the Drina in order to reach Vardiste, crosses over to Uzice on the
Serbian Morava, and foMows that river to its confluence with the
Morava. From Cacak, on this line, a narrow gauge railway runs to
Obrenovac on the Sava, about twenty miles from Belgrade. If it
were continued to the capital, Belgrade would be connected with
the Adriatic without break of gauge. From OguMn, between Zagreb
and Fiume, a line which runs south links up various polyen and
terminates at Split.